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ODISHA POWER TRANSMISSION CORPORATION LIMITED 

( A Government of Odisha Undertaking ) 
OFFICE OF THE SENIOR GENERAL MANAGER ( TRANSMISSION PROJECT & CONSTRUCTION ) 
TECHNICAL BUILDING (GROUND & 1st FLOOR ), BHOINAGAR , BHUBANESWAR - 751022 

Tel - 0674-2546353 . Fax : 0674-2547261 


NOTIFICATION 


The 10th April 2012 
No. 1012 — Sr.-GM (TP & C )-Publication -Gaz .-2008 — In accordance with Section 164 of Indian Electricity 
Act, 2003 and in exercise of the power conferred upon OPTCL vide Department of Energy , Government of 
Odisha Order No. 2353 — R & R -11-10 / 2006 , dated the 9th March 2006 , the following transmission schemes 
which are intended to be undertaken by the Odisha Power Transmission Corporation Limited for execution 
are published for general information . It is also notified in the interest of general public that any person 
interested in making representation regarding the execution of the above scheme, may submit such 
representation in writing so as to reach the Senior General Manager, (TP & C ), Odisha Power Transmission 
Corporation Limited , Technical Building (Ground & 1st floor), BhoiNagar, Bhubaneswar - 751 022within two 
months from the date of publication of this notification . Full details of the scheme and plan may be seen in 
the office of the concerned AssistantGeneral Manager (Elect.) as mentioned against the work on any 
working day during office hours : 


SI. 


No. 


Name of the 
Executive Engineer 

to be contacted 


Perceived 
benefit that 
may accrue 


will pass 


( 1 ) 


1 


Name of the Name of the villages 

Tentative 
work and scope in which the line estimated amount 

(Rs. in crores ) 
( 2 ) ( 3 ) 

( 4 ) 
Construction of 220 KV D.C | Tahasil : Jeypore 

22.32 
line from 220/132/33 KV R. I. Circle : Jeypore - || 
Grid Substation , Jayanagar Revenue Village : Prasannaput 
|(OPTCL ) to 400/220 KV Bayagura No. 52 , Ganganapur 
Grid Substation at Kaliagaon , No. 25, Ganganapur, Ananta, 
Jeypore under PGCIL Thana No. 51, Ananta 
|(8.608 Kms). 

R. I Circle : Dhanpur 
Revenue Village : Kakarahandi 
Thana No. 26 , Kakarahandi 
Dhanpur Thana No. 29 . 


( 5 ) 
Assistant General 
Manager ( Elect.), 
EHT (Construction ) 
Division , Jeypore . 


(6 ) 
It will provide stable 
& quality power supply 
to Jeypore, Koraput 
& its adjoining area . 


R. DAS 


Senior General Manager 
Transmission Project & Construction 

OPTCL , Bhubaneswar 
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